&® Audi A4 Wiring Diagram No. 86/1 


6-speed automatic transmission O9L with Tiptronic 
From November 2004 


Notes: 
Information for 
@ Relay and fuse arrangements 


@ Connector arrangements 
@ Control Modules and Relays 
@ Ground connections 


= Component Locations! 
Information for 
@ Troubleshooting Procedures 


=> Guided Fault Finding using VAS 5051/5052 
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&® Audi A4 Wiring Diagram No. 86/2 


Power Supply, Ignition/Starter Switch, Fuses, Starting Interlock 
Relay, Transmission Control Module (TCM) 


B_ Starter 
D___Ignition/Starter Switch 
G70 Mass Air Flow (MAF) Sensor 
J207 Starting Interlock Relay 
J217. Transmission Control Module (TCM) 
J623 Engine Control Module (ECM) 
$5 Fuse (on fuse/relay panel) 
$231 Fuse (on fuse panel) 
T1 — 1-Pin Connector, black, engine compartment, right 
Tid 1-Pin Connector, black, engine compartment, left 
T4x _4-Pin Connector, black, near battery 
T17e 17-Pin Connector, white, connector station E-box, plenum chamber 
T17j _17-Pin Connector, brown, connector station E-box, plenum chamber 
194 94-Pin Connector, black 


T1716 : 
xs x 25 Threaded connection -2- (30), on the relay plate 
TO ro rolsw rofew 
1330 17/30 15/505 Issoz ) 
Plus connection (15), in instrument panel wiring harness 
ese D 
wens ©1150 ) Plus connection (30), in instrument panel wiring harness 
sw 
4 @) Connector (15a, fuse 231), in instrument panel wiring harness 
5 6 7 Ia bs ) Plus connection 1 (15), in engine compartment wiring harness 
Ss S231 ea 
aos es Connection (50) (in engine compartment wiring harness), right 
15a {ata 9 IP a Tig 
4,0 15 25% 054 254 25$ 05% F 
swiro sw/bl rofbl* swiro* swito™ ro/swe swibl* Q for engine code BKN only 
QQ__for engine code BGB, BPG only 
brie bn bron QQQ_for engine code BHF, BBK only 
15 25 25 25 
swibl rolsw roisw roisw 
drivers Ma pen » 
15 15 J623 15% 
swibl swibl* swibls G70 
I ws = white 
] 0: sw = black 
swibiee swibl* ref real 
[1s] U 4 65) br = brown 
gn = green 
bl blue 
grnor grey 
ri tae: 
1 2 38 4 5S 6 7 6 9 0 4 12 13 14 gems yeliow 
9780522 oF renee: 
is pink 


12.2005 


Wiring Diagram 


&® Audi A4 Diag No. 86/3 


Transmission Control Module (TCM), Tiptronic Switch, Shift 


Lock Solenoid 


F189 
J217 
J519 
N110 


T10j 


J217 


T17d 


T32b 


aE © 
Ill 


0,35 
anil 


0,35 


0,35 


griws gn/gr 


T174 7174 AT 174 
noprnps 


1,0 
swito 


05 0,35 0,35 0,35 0,35 05 05 0,35 0,35 
biigr bigr —gnligriws gnigr swiro swiro grige or 
Intov2 In oy/3 hn 04 In OS 10/1 hho Trove Hhovt0 
(ep Ro s} Fis9 
aT0/6 wr 
05 
0.5 sw 
ro 
br 
on 
bt 
gr 
li 
15 16017181920 22 23 24 25 6B ge 
o7-B0878 bs 


Tiptronic Switch 

Transmission Control Module (TCM) 

Vehicle Electrical System Control Module 

Shift Lock Solenoid 

10-Pin Connector, black, on Tiptronic Switch 

17-Pin Connector, red, connector station E-box, plenum chamber 
32-Pin Connector, grey, on vehicle Electrical System Control 
Module 


Ground connection -1-, in wiring harness interior 


Connector (15a, fuse 5), in instrument panel wiring harness 


Connector (license plate light) in wiring harness interior 
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&® Audi A4 Wiring Diagram No. 86/4 


Transmission Control Module (TCM), Automatic 
Transmission After-Run Fuse 


J217 Transmission Control Module (TCM) 
$286 Automatic Transmission After-Run Fuse 
117d 17-Pin Connector, red, connector station E-box, plenum chamber 


Ground connection, in engine compartment, left 


Ground connection -1-, in right front wiring harness 


ground connection -2-, in right front wiring harness 


Threaded connection -1- (30), on the relay plate 


Plus Connection 4 (30) (in instrument panel wiring harness) 


Plus connection (30), in engine compartment wiring harness 


vie £33) Plus Connection (30) (in wiring hamess) Diesel direct injection 
SS) system 
* for engine code BKN only 
** for engine code BGB, BPG only 
*** for engine code BHF, BBK only 
1,0 


o 


ws = white 
sw = black 
ro = red 
br = brown 
gn = green 
bl blue 
gr = grey 
li lilac 
30 «440i. ge yellow 
97-80523 Oe) MS ee, 
rs = pink 
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&® Audi A4 


Wiring Diagram 


No. 86/5 


/ / Jeza +e 
yz Ti21 T1214 yT121 121 
P [’ |” |" 
35 0,35@ 0,35 0,35 0,35 
oriswe offbr gniro or/sw —of/br 
J2i7 Is 2 
\ ®@dJz2s5 / 
W132a12 732/13 ¥132a/23 
0,35 0,35 0,35 0,35 
or/sw, gniro 
0,35 0,35 0,35 0,35 @ 0,35 0,35 
gniro or/sw  or/sw__or/br orisw gn/ro gniro 
hee 17e/14 16/7 170/13 
T94/g9% ro4/66* 
__Aroasesex  Aroa67sx 
L@ fies 
eer 
[ee 
0,35 
gniro 
43 44 «445 4 «4460«( 470 48st (i (ttHCCC 
97-80360 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


J217 
J285, 
J623, 
T16 


T17d 
Ti7e 
T32a 
T94 
7121 


Transmission Control Module (TCM), Instrument Cluster 
Control Module, CAN-Bus (Data bus) 


Transmission Control Module (TCM) 
Instrument Cluster Control Module 

Engine Control Module (ECM) 

16-Pin Connector, black, Data Link Connector (DLC), under 
instrument panel, left 

17-Pin Connector, red, connector station E-box, plenum chamber 
17-Pin Connector, white, connector station E-box, plenum chamber 
32-Pin Connector, green, on instrument panel insert 

94-Pin Connector, black 

121-Pin Connector, black 


Wire connection (K-diagnosis wire), in instrument panel wiring 
harness 


}) Wire connection (High-bus), in instrument panel wiring harness 


Wire connection (Low-bus), in instrument panel wiring harness 


)) High-Bus Connection (in engine compartment wiring harness) 


Low-Bus Plus Connection (in engine compartment wiring harness) 


})__K-Diagnosis Connection (in engine wiring harness) 


for engine code BKN only 
for engine code BGB, BPG only 
for engine code BHF, BBK only 
CAN-Bus (Data bus) 
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